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A ERA OES ORT EERIE ST: 


1. Institut fuer Wasserbau,* Berlin-Friedrichshagen, Mueggeldarm 336, telephone 
nurber 645796 has received an order for signal lights for canals, Until now 
she firm wan limited to production of seaconst lights. 1t was requested that the 
signal lights be seen clearly from an angle of 10°. 


There is no firm in the DDR caleulnting and making dioptric lenses. Zeiss 

is reported to heve made one exemple which can only be used for seacoast 
lights, The firm VEB Ostland in Hodenau* did make some lenses, but with 
unsatisfactory results. It refuses, however, to make new models because, 
according to its claim, there is nobody in DDR who can make new celeulstions,. 
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